
Kindle Lab: full-page image

A test book from the DropKind Kindle Lab: https://dropkind.app/kindle-lab

What it checks

How a page that holds one picture scales: the next page wraps a 600 × 926 frame in an SVG box, the page after that shows the same frame as an img.

What you should see

	SVG page: the frame fills the screen width, with margins above and below.
	img page: the frame stays near its own size and does not fill the screen.


Report

Send the result, with your Kindle model, firmware (Settings, Device Options, Device Info) and how you sent the book, to https://dropkind.app/kindle-lab#report. A failure is as useful as a pass.
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